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News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48780 Broadcast Actions 7/20/2016 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 07/15/2016 

LOW POWER FM APPLICATIONS FOR ORIGINAL CONSTRUCTION PERMIT DISMISSED 

CO BNPL-20131113A0B NEW 193224 FALCON RADIO, INC. Low Power FM CP New Station. 
E 97.7 MHZ CO, COLORADO SPRINGS 


Requests waiver pursuant to Section 73.807(e)(1) with respect to 
KKFM(FM). 


Petitions to deny this application must be on file no later 
than 30 days from the date of the notice accepting this 
application for filing. 


Petition to Deny Filed 01/16/2014 by Educational Communications of 
Colorado Springs, Inc. 


FM STATION APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY DISMISSED 


FL BPED-20151224AA0 WKTO 42684 MIMS COMMUNITY RADIO, INC. Minor change in licensed facilities. 
E 88.9 MHZ FL, EDGEWATER 

OK BPH-20160414AAJ KEMX 35973 KEY PLUS BROADCASTING, LLC Minor change in licensed facilities. 
E 94.5 MHZ OK, LOCUST GROVE 


Dismissed per applicant's request 7/15/2016 
(No letter sent) 


Page 1 of 4 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48780 Broadcast Actions 7/20/2016 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE O F APPLICATION 


Actions of: 07/15/2016 

LOW POWER FM APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 

MA BMPL-20160711ACA WAIY-LP DWIGHT CHAPEL INC. Low Power FM Mod of CP to chg 
196208 MA, BELCHERTOWN Engineering Amendment filed 07/14/2016 
107.7 MHZ 


Requests waiver pursuant to Section 73.807 (e)(1) with respect to WAAF. 


LOW POWER FM APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


OK  BPL-20160616ABV KOKT-LP ELECTRON BENDERS Low Power FM minor change in licensed facilities. 
194191 
90.9 MHZ OK, TULSA Requests waiver pursuant to Section 73.807 (e)(1) with respect to 
: KNYD(FM). 


FM STATION APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


TX BMPH-20160613ABW NEW 191503 MCCUTCHEN III, WILLIAM W Mod of CP to chg 
E 97.9 MHZ TX, BANGS 
UT BMPH-20160614AAJ KUDE 72769 SLC DIVESTITURE TRUST I (W. Mod of CP to chg 
LAWRENCE PATRICK, TRUSTEE) 
E 99.1 MHZ 
UT, NEPHI 
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FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 


NY BMPFT-20160705ACE W242BS 
148772 


96.3 MHZ 


VT  BMPFT-20160705ACG W227DF 
139921 


93.3 MHZ 


MONTPELIER BROADCASTING, Mod of CP 
INC. Engineering Amendment filed 07/14/2016 


NY, PLATTSBURGH 


GALLOWAY COMMUNICATIONS, Mod of CP 
INC. 


VT, BURLINGTON 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


IN BPFT-20160629ACH W213CD 
144420 


90.5 MHZ 


TX BPFT-20160701ACN K258DA 
156386 


99.5 MHZ 


COVENANT NETWORK Minor change in licensed facilities, callsign W267BO. 
IN , VINCENNES Engineering Amendment filed 07/15/2016 


CENTRO CRISTIANO DE VIDA Minor change in licensed facilities, callsign K255CV. 
ETERNA 


TX, WINNIE 
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FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


CA BPFT-20160705ABU K237GK 56806 CALVARY CHAPEL OF TWIN Minor change in licensed facilities, callsign K235AG. 
E 95.3 MHZ FALLS, INC. 


CA, DORRIS 


FL BPFT-20160705ACH W236CV REACH COMMUNICATIONS, INC. — Minor change in licensed facilities, callsign W282BG. 
138521 
FL, GRANT 
95.1 MHZ 
IA = BPFT-20160705ACQ K237FP 151882 DAVENPORT EDUCATIONAL Minor change in licensed facilities, callsign K237FP. 
E 95.3 MHZ ASSOCIATION 


IA, DAVENPORT 
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